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DASHED UHZ INDICATES V SHAPED 
BASE PLATE AT CORNER CONOfMS 
Tip 


NOTE: 

CONFIRM LOCATION OF EXIST CONDUITS 
IN SLAB PRIOR TO ANY DRILLING 01? ; 
CUTTING OT EXIST FILL SLAB 



HEAVY OASH£D UNE INDICATES POSI- 
TION OF 1 l/2*x I \/f STL TUBE 
FOR BUILDINGS 4 & 5 

STL TUBE (AT 4-0* OC. MAX) 
2 i/T x 2 t/r « 4 X J/4' 

STL BASE PLATE: 8TL * 4"w x 

i/r THK 

(4) HILT1 ADHESIVE ANCHORS, TYPE 
HAS 11/16" OtA. AT 5* DEEP W/ 
SLOTTED HOLES (OR APPROVED EQUAL) 


3/4* 


r 



STL BASE PLATE; 8"L x 4*W x 
l/r THK 


INTERIOR Sfffi 


P. LAM. TYP 


"*} — HEAVY DASHED UN£ INOCATES POSI- 
-J HON OF 1 1/2* x ! l/r STL TUBE 




S S. GATE CATCH 

TRAVERTINE RETURN 

GATE: !"THK TRAVERTINE ON 1" THK 
2i*> */ p LAM tNTERJOS SURFACE 
(SEE SHI f-2 FQR HARDWARE SPECS) 



STL TUBE (AT 4*-0* OC MAX) 
2 1/2* i 2 t/r x 4*~5"L X J/4* 
THK W/ CONT WaD TO BASE PLATE 

(4) HO ADHESIVE ANCHORS, TYPE 

has n/ier dsa. at 5* deep w/ 

SLOTTED HOLES (OR APPROVED EQUAL) 



P. LAM RETURN 


ft 



PLAN DETAIL. BASE PLATE 
'END TYPE'- TOWERS 1 & 2 


0 


PLAN DETAILs BASE PLATE 



r 


SCALE IN FEET 



FACE OF TRAVERTINE ENCLOSURE 
WAUL (ABOVE) 


PLAN DETAIL AT 
P 2\ ENCLOSURE WALL GATE 


0 


1 


SCALE IN FEET 


SCALE IN FEET 


NOTE: 

CONFIRM LOCATION OF EXIST CONDUITS 
IN SLAB PRIOR TO ANY DRILLING OR 
CUTTING OF EXIST FILL SLAB 


AUGN FACE Of GATE W/ OUTER 
FACE OF TRAVERTINE ENCLOSURE 
WAIL BEYOND 

GATE TO HAVE I 3/4* TRAVERTINE 
RETURN TO MATCH & AUGN W/ 
TRAVERTINE CAP * RETURN AT 
ENCLOSURE WAU BEYOND 


f* THK TRAVERTINE WALL CAP 
W/ 1 3/< RETURN (BEYOND) 


GATE: 1'THK TRAVERTINE ON l" THK 
PLYWD W/ P. LAM INTERIOR SURFACE 
(SEE SHT T-2 FOR HARDWARE SPECS) 



4 . 



GRANITE aOOR (SAROO-GRAY) TO 
MATCH EXIST-SEE PLANS FOR. EXTENT 

MORTAR JT; COLOR, WIDTH, SPACING 
* RAKE TO MATCH EXIST 

CUT EXIST CONC FILL FOR NEW 
SETTING BED A CONDUIT TRENCH 

SETTING BED 


P. LAM RETURN. (BEYOND) 


TRAVERTINE RETURN, (BEYOND) 



/ / / / 


4"x 4' TRENCH TO RECEIVE CONDUIT 

CABLE OR ELECTRICAL CONDUCT - 
SEE ELECTRICAL DWGS 

EXIST STRUCTURAL SLAB - 00 NOT 
DISTURB 


NOTE: 

TRAVERTINE FLOOR IN LIEU OF* 
GRANITE aOOR AT BUILDING FOUR 



' r 


NOTE; 

GATE TO HAVE MAX 
FORCF. OF 5 LB 


' fJWTtNGAPARTOF CONTRACT W.fcjTO, 
W THE FOffi* IN WHICH SAID DRAWRSSEXu, 

tK^* ESa, ° COf ? RACT wasexecuteS 

M. 



SECT DETAILi FLOOR & 
CONDUIT DTL TYP 


SCALE IN':. FEET' 



SECT DETAIL AT ENCLOSURE 
WALL GATE (BLD'G 



IN 



INDICATE fm 


cr 


DASHED 

AT BtrtLDtNCS 4 & 5 . 

SS DOOR AT FX. PANEL BOX 
SUPPLIED BY PORT AUTHORITY 
& INSTALLED BY CONTRACTOR ' 


NOTE 

AT BUILDINGS 4 & 5 USE J* THK 
TRAVERTINE K LIEU OF MAfiBlE 



Of 20 * 



1/4" SPACE 



CM 


r 1 * 


ORICMM. 


VJ.F. 


PLAN DETAIL AT 
PANEL BOX ENCLOSURE 



The PMffips Janson % 


It W«t 42^ Stf^t 

N«w York. N«» York 10036 


0 


1 


<2i 


SCALE IN FEET 


W«$I«r*Cohtn Ateootates 

QNftftttfmg EisImmi 

740 8rood*oy 

Attvlydlf. #t» York 11701 


l/4 # x t/4* QUIRK UTTER JT, TYP 


No, Dote 


Revision 


Approved 



f THX TRAVERTINE WALL CAP 
W/ T RETURN, TYP 


1/4% 1/4* QUIRK MJTER JT. TYP 


esign 


1/4* REVEAL. TYP 


P LAM 


CONT STL CHANNEL (5 t/4** 2 \/T* 
1/4") F(»? PANEL ATTACHMENTS 


I THK TRAVERTINE PANELS ON J/4 PLYWD 
W/ CONCEALED ATTACHMENTS, (4) PER 
PANEL TYP {SEE ELEVATIONS FOR VER- 
TICAL JTS) . 


t 5/8* 18 GA STL STUDS AT 16T O C. 
W/ 3/4* PLYWO £A SiOE 


1 1/2% 1 1/rx J/4* FULL HT STL TUBE W/ 
WELDED BASE PLATE ANCHORED TO EXIST 
FLOOR SLAB (SEE PLAN FOR PLACEMENT) 


CONT STL CHANNEL (5 1/4*x.2 \/Tx 
t/4*) FOR PANEL ATTACHMENTS 


1* THK TRAVERTINE BASE W/ 3/16* 
FLUSH GROUT JT AT aOOR 







Title 


FIRE COMMAND 
CENTERS 


ARCHITECTURAL 


TOWERS ONE & TWO/ 

FOUR 
MSG DETAILS 


STL BASE PLATE: (S*L x 
4*W x 1/TTHK) WEUXD 
TO STL TUBE VERT SUPPORT 
t ANCHORED TO EXIST SLAB 


u it 

I* M 


This drowJng subject to condiUons ir. contract 
aii inventions, fdeos, designs ond m«tho<.1ti 

Hi re i'L w r * r *served to Port Authority and 
may wot be used wftbout its written consent. 


JL 


32 



SECT DETAIL Mis 
WALL TYP <iLt*!i 


- ^ ■ 


1 


SCALE IH FEET 


Drown by 


Scale 


Drawing Number . 

A-9 
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